AMENDMENT NO. 2 DECEMBER 2016 
TO 
IS 6793 : 1996 FUMARIC ACID, FOOD GRADE — 
SPECIFICATION 


(First Revision) 


[Page 1, clause 2.1] — Insert the following at the end: 


IS No. Title 


5762 : 1970 Methods for determination of melting point and 
melting range 


[Page 1, clause 4.1] — Insert the following new clause after 4.1: 
*4.1.1 Melting Range 


The melting range of the product when tested as per the method given in IS 5762 
shall be from 286 °C to 302 °C.’ 


[Page 1, Table 1, S] No. (vi)] — Insert the following new entry at the end of 
the table : 


(1) (2) (3) (4) (5) 
vii) Lead, mg/kg, Max 2 = 15 of IS 1699 
(FAD 08) 
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